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The Baderschneider und lenzner plant has a total of ehmit I7n omnimno. m, 
S.*2S £ follL sa 

toSl£Sber d 1 f St IT"- At 

iire sS^Sn No 23TSth 2^™* e f clnsi ^ *» production of nickel 
wire screen 231 with 29 looms operating on three shifts oer dev 

ana holidays excluded. About 80 persons were engaged in the production of the 

coarser screen, with 11 loons operating, and in wortln offLerS SLJS® 

stockrooms, etc. No. 231 screen is manufactured exclusively for the Rushans* 

™ 18 uae 111 the chemical, phnrSceSiS, 

ana other industries. In June 1951, the plant was producing No So 

RueXrSLell ^tota^lt 

S 5" rss “JSrZ SZZJtsr' 

S 2 S l 3 lo 1 r', B J r ?? U '’«l : !te -.S •f? 5 "' 8 1 «*>> 1«*WI >=«<» with . 
math or 1.20 m, ana 2 1 with a width ot 1.00 m. late in June 1951, 2 L of the* 

Ild^TrSd 1 ^^ ?' scro ?Y ;cre sti11 operating with reeds ante of 
oT.roa f>h reed material, whereas 5 looms were operating with reeds snsde fVnn 

?>“*“ mtetal At tint ti», tto plant hS a iJLS 

Russian material but, no reserves of reeds made from Swedish mater ial . The average 
l-.fe span of a reea made frcra Swedish material is three Zettel of apnroxinetely 
900 square meters (slightly more in the case of 1.20 m-wide screen)! The maximum 

of a reecs ?Y 9 frol! Ruasian material is one Zettel, or 300 square 
meters? the average life span, which Source could not indicate definitely, is 
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certainly f ar be let? the maximum. In sore instances# it was necessary to remove 
roods m do from Xusoian material after having lengths of 10 and IP. meters. At 
tho end of June 1951* the reed situation looked critical* because the rood- 
ranuf^cturing plant Tf>; JA-^us tadt/Orla was iinabl^tcwial^er^r^ine the reed 
replacements reouired by the Geulenrodn riant* a number 25X1 X 

of roods made from Swedish material, still in operation and essential to produc- 
tion, will have to bo removed from the looms by late summer, and production 
will be reduced appreciably, if tho manufacture of roods is not resumed shortly 
in its former v olune. 


B m| in 1950, the ^eulenroda 

^ . ,000 square meters of Ho* 231 

screen* This order, ^rfiich was trja emitted to tho plant by the DDR government, 
was filled by ?2 December 1950 » Actual production exceeded the sire of this orders 
in 1950, the plant produced and delivered approximately 20,000 meters of Ho* 301 
oc: son. For the production of this quantity of screen, less than one-half of t he 
pl r nt s fi screen-producing loons we; re put in operation, i*e less than 15 looms* 

In September 1950, the plant received a new order, this tine from TJOA-Neustadt, 
for the production of 30,000 square meters of Ho* 231 screen to be produced i» 

1951. As far as Source remenbors, in May 1951, this order was increased by a 
new order requesting tho production of an additional 7,000 square motors of this 
screen 4 n 1951* The total of 37,000 square motors is to be completed by 25 
November 1951* So far, no new order is -mown to have been received for the nro- 
■ metion of this type of screen beyond this date* 3y mid- June 1951, the plant 
had delivered between 10,000 and 20,000 square meters of its 1951 production of 
Mo. 231 screen* If reed manufacture can catch up with tho plants requirements 
for reed replacements, tho firm will fill its 1951 production order with ease 
within the prescribed period of time, 

Tlie percentage of rejected material in the nickol screen production at ieulen- 
roda has been lou, la te in Junsl951> it amounted to 1 to 1 percent of the total 
nickol screen output , 5 - 5 motors of screen as the average 

daily output of one loom, regardless of width (l meter or 1*2 meter}* 

The keulonroda plant has boon visited periodically by tho Hussians I alilov(fnu) 
and lYyodlra (fnu)* They have come to the plant regularly two and three times 
per month, sometimes more often* Iftiller (fnu) andSchu-LsCfnu), hio Gorman engineers, 
arc present -t the plant Mondays through Fridays, They are min rry’rAo soviet 
Control Commission, They are assigned to testing tho finished screen through 
via ;*ufyia:’ gla as over an r * illuminated table 1 * (louchttisch) , 

lh "0 9 July 1951, the plant was guarded by three night watchmen employed by the 
company* In mid-Jane 1951* a police captain and a police major appeared sheading 
credentials si -nod by Minister ( sicjMeinberger** . They stated that the plant 
vas insufficiently guarded and announced that the German police would shortly 
arrange for an “ucroaso of security personnel,. On 9 July, a German, police official 
arrived with three police guards to assume guard duty j t the plant* The three 
nl^ht watchmen who had formerly performed this duty remained at tho ^lant, 
together with the added security personnel which is permanently stationed on the 
plant promises* 25X1 B 
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